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Message Text 
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PAGE 01 MUNICH 00921 301613Z 
ACTION COME-00 

INFO OCT-01 EUR-12 ISO-00 EB-08 SSO-00 /021 W 

301715Z 055996/43 

OR301543Z MAR 77 

FM AMCONSUL MUNICH 

TO SECSTATE WASHDC IMMEDIATE 8286 

INFO AMEMBASSY BONN 

AMEMBASSY BERN 

AMEMBASSY DOHA PRIORITY 

UNCLAS MUNICH 0921 

COMMERCE FOR MAJOR PROJECTS IMMEDIATE 

E.O. 11652: N/A 

TAGS: BTIO; BPRO, BENC, GW, QA, SZ 

SUBJ: REQUEST EOR BIDS ON MAJOR HOSPITAL PROJECT, DOHA, QATAR 

1. CONSULATE APPROACHED TODAY BY H.J. GREUTER, HIRZBODENWEG 
80, BASEL, SWITZERLAND, LOCAL REPRESENTATIVE OF ARCHITECT FIRM 
OF STAIGER & SEUNIG, LUDWIG-THOMASTRASSE 8B, D-8022 GRUENWALD 
BEI MUENCHEN, W. G., WHO REQUESTED OUR ASSISTANCE IN LOCATING 
AMERICAN FIRM OR FIRMS WHO WOULD BE WILLING TO BID ON COMPLETE 
MEDICAL INSTALLATION OF 650 BED HOSPITAL TO BE BUILT IN QATAR. 

TOTAL VALUE OF EQUIPMENT ESTIMATED AT $60,000,000. 

2. BIDS ARE NEEDED BY APRIL 5, 1977. INTERESTED FIRMS SHOULD 
CONTACT MR. GREUTER BY TELEPHONE AT MUNICH (089) 64 96 18, 

OR BY TELEX AT 528267. TELEX ANSWER-BACK CODE IS CONGA D. 

ENGLISH MAY BE USED. MUNICH'S TIME IS GMT PLUS ONE. 

3. BIDS ARE REQUESTED IN WHOLE OR PART ON THE FOLLOWING TYPES 
OF EQUIPMENT, QUANTITY NOT SPECIFIED, FOUR DIGIT SIC CLASSIFIC- 
ATION: 

A) 2521; 2522; 2531; 2599; NON-MEDICAL FURNITURE AND OFFICE 
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EQUIPMENT SUCH AS OFFICE FURNITURE; DAYROOM AND WAITING ROOM 
FURNITURE; CURTAINS; CARPETS FOR ALL PUBLIC AREAS; LABORATORY 
STOOLS; WARD, ROOM, AND MEDICAL FURNITURE SUCH AS ADULT, 

JUNIOR, AND INFANT BEDS; BED ACCESSORIES AND ATTACHMENTS; 

BEDSIDE TABLES. 

B) 3572; 3573; 3574; 3579; DICTATING MACHINES, ELECTRIC TYPE- 
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WRITERS, ELECTRONIC CALCULATORS. 

C) 3811: LABORATORY EQUIPMENT AND APPARATUS SUCH AS BIOCHEMISTRY 
ANALYSIS APPARATUS; PATHOLOGY, PHARMACY, AND HAEMATOLOGY 
LABORATORY EQUIPMENT; MICROBIOLOGY EQUIPMENT; BLOOD BANK EQUIP- 
MENT; LAMINAR ELOW HOODS; LABORATORY GLASSWARE; REERIGERATORS, 
AND DEEPEREEZES. 

D) 3841; 3842: SURGICAL AND MEDICAL INSTRUMENTS, PHYSICAL 
THERAPY EQUIPMENT, ELECTRONIC MEDICAL EQUIPMENT, ANAETHESIA 
AND INTENSIVE THERAPY CARE EQUIPMENT, AND OPERATING ROOM EQUIP- 
MENT SUCH AS: 

ENTIRE OPERATING THEATERS, EULLY EQUIPPED, PLUS OUT PATIENT 
CLINIC AND IN PATIENT CLINIC EQUIPMENT OE ALL TYPES AND IN 
QUANTITIES EOR A HOSPITAL OF THIS SIZE; RESPIRATORS, ANAESTESIA 
MACHINES, INCUBATORS, HUMIDIEIERS, SUCTION UNITS, OXYGEN TENTS, 
SPIROMETRY UNITS; ITU, ICU, INFANT, BURNS, AND CCU MONITORING 
SYSTEMS AND EQUIPMENT; RESUSCITATION TROLLEYS WITH DEEIBRILLATOR 
AND PACEMAKER; APNEA DETECTOR; ECG, LEG, AND EMG MACHINES; 
AUDIOMETER AND ELECTRONYSTAGMOGRAPH; FULL RANGE OF PHYSICAL 
THERAPY EQUIPMENT PLUS HYDROTHERAPY AND DIATHERMY UNITS; 
INSTRUMENT SETS EOR SURGICAL PROCEDURES SUCH AS OB-GYN, ORTHO, 
ENT, URO, ETC; MICRO SURGERY SETS; EXAMINATIONS SETS; 
SPHYGMOMANOMETERS; AND STETHOSCOPES. 

4. ABOVE LIST WAS GIVEN TO ARCHITECT MARCH 28TH. 

5. IE DOHA HAS ALREADY REPORTED THIS PROIECT, WE WOULD 
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APPRECIATE BEING INFO ADDRESSEE ON EURTHER COMMUNICATIONS. 
WOULD ALSO APPRECIATE BEING INEORMED IN EVENT AMERICAN FIRM 
DOES CAPTURE CONTRACT. 

BETTS 


UNCLASSIEIED 


NNN 
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